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> weptember 1964 


SMORANDUM FOR; Chief Programs Staff, O84 


25X1A 
SUBJECT : [EE Requirements for FY-65 
1. Ag & result of pre-negotiation conferences held et 
OBX41A ieadquarters during the week of 31 August relating to the 
HMM sccuirements for FY-65 between contractor personnel 
25x1A fiaeeee  Comno/OSh MIMD, 5x1, 
25X1A : and CD/OSA the 
25X1A following sumaary budget figures are submitted for FY.65. 


Field Service and Factory BZ & 0 of 
Existing SIP Unites and GSE 
Urojected Operationszl Replacement 
Spares for Existing Units 
“ew Ground Processor (Proposal -.13d50-1) 
initial Processor Spsres 
istimated Projected Modifications 
Field Ground Test Equipment (Firat Unit) 
Field Ground Test Equipment (Second Unit) 
Field Ground Test Equipment (Third Unit) 
initial Ground Test Equipment Spares 
Two Additional SIP Airborne Units 
Enitial Spares Provisioning 


25X1A 


POTAL 


*, ‘She contractor hes indicated that the propoged 
celivery schedules are contingent upon timely authorization to 
procure long lead items and begin necessery design work. 


a, ¥ou are requested to verify these requirements and 
provide funding authorizetion for those items approved. 


25X1A 
Chief Contracts Division, 
er mts Cy 4 ~ Ps, eer 
" . Comno/OSA ay oe on 
43. ORL (P. Mertea) ae 
4. CD/OBA 2p \I 


5. RB/OBA : | 
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